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MEMORANDUM FOR: Deputy Director for Support 

SUBJECT : Public Understanding of the Role of Intelligence 

REFERENCE : Your Memo, same subject, dated 1 6 July 1971 


1. you asked some days ago for comments on the reference. At the 
risk of being gratuitous and probably redundent (since so many others 
closer to the subject than I have already commented) I should like to 
advance a couple of general points and then comment more specifically 
about my own Office of Communications. The Director's speech to the 



strictly technical basis subjects us to the risk of identifying the 
Clandestine Services operations and personnel with whom we are directly 
associated. 


3. I do believe that note should be taken of the fact that OC in 
recent years has definitely increased its liaison within the Goveparfieht 
and with the communications electronics industry supporting Government. 
Although it may be by indirection it is my belief that our People, 
particularly our young engineers, have established a position of respect 
within this framework which can make us all proud. A^fmnber of the 
technical programs sponsored by this Office are imaginative and front- 
running. The fact that we are pace-setting on a jaranber of technological 


setter 


/£ iiaFT 




Approved For Release 2003/02/27 : CIA-RDP84-00780R0042001 50006-6 




25X1 


IX 



Approved For Release 2003/02/ 


DP84-00780R0042001 50006-6 




fronts is not lost to our governmental counterparts nor to the civilian 
contractors with whom we work. Again, this contribution, while certainly 
not strictly public nor in the context of helping all Americans to better 
understand us, is still a helpful contribution. 

4. I fear that truly specific and helpful suggestions within the 
Support Directorate should probably be looked for from Personnel and 
Training. i 1 


Director of Communications 
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